El acumulador se basaba en el fenòmeno, descubierto por Wilhelm Reich, de que los 
materiales organicos absorben la energia sutil y que los metales la dispersan. Estaba 
constituido por estratos alternados de materiales organicos y metàalicos que aprisionaban 
el orgòon atmosférico de la misma manera que un invernadero acumula el calor. A ello, 
Reich aplicaba también un shooter, un tubo que concentraba el orgòn hacia un Organo 0 
un area del cuerpo. Segùn Reich y sus seguidores en todo el mundo, el uso del 
acumulador y del shooter tiene efectos precisos en el organismo humano, que se recarga 
energéticamente. 


Planos y instrucciones de un acumulador de Orgon 
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Pians and Insuriuciione for the Accumulator * 


Construction of a three-iold 
OGRGONE ENERGY ACCUMULATOR 


1. Censtruction ef a three-fold orgone energy accumulafor 
I. General inforruation 

a. The accumulator is made in six panels which ere to be screwcd 
together. AI panels except the bottom are consiructed in the 
some manner, and differ only in dimensions. Each panel con 
siste of an inner surface of iron and an outer non-metallic sur 
fare which esclose a braced wood frame and alternate layera 
of glass wool and steel wool. 

b. The materizkli apecified may, if necessary, be replaced by other 
materials: celotex, plastic or other wall board may be used in 
place cl the upsoo board; felt cotton batts, rock wool, ttt. ay 
replace the glass wool; steel wool, held by wire mesh roa7 re 
piace the inner theet iron. ]f subsiitutions Are made, same a4d- 
justmeyte în dimensions of the frames may be neccssaty. 

c. Consult the accompanying drawings and tables for dimensiohi, 
construction det, etc. 

2, Construct the frames. 

a. Cut the 114”x1}&” pine to the sporificd lengths. Mitre the 
comers and join with cormigated fasteners. Brace each frame 
with a 3* piece of pine placed in the center of the frame. 

Join with corrugated fastenera. 

b. Clonstruct the bottom frame with 37 x 1}4” pine. No bracing 
13 DECCSANTY. 

3, Attach the quter surface. 

a. Cut upson board to fit inside the rabbets of sach frame. Fusten 
in place with small sails 

bt. Cut two piecca cf 14” piywood the sarne size na the bottom 
frane. Serew one piece cf plywocd ta frame using fiat head 
wai acre. 

è Plane and Instroctions for the accumulator were issued by the Wilhelm 
Reich Foundalion on request. Their ready, availability emphpsires that the 
Foundation #ras less interested in profit itlan in providing accumulatore fot 


3 many people as posstble. Later modela uso metal ‘non-aluminimi 
screening ad polrethylene instead of steel wodi and glass woal. 
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4. Place thc glass wool and steel wool in che > panels. 
a. Place a layer cf glass wool about 4 thick upon the inner sur- 
face of the -upson board and inside one ef the frames. Avold 
lumnps and holes. Do not compress the glass wool, 
b. Next place a layer of steel wool upon the plass woeol. Steel wool . ; 
pads when unrolled are the correct thickness. Make the layer da 
29 uniform ss possible; leave the steel wool “fluffy”. E 
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c, In a similar manner place the remaining alternate layers of 


glasa wogl and steel wool in position. 
d. Place the glass wool and steel wool in the other panels. 
e. Bottom panel hus different number of layers. (See drawing) 
S, Attach the inner surfaces, 

&. {ut the sheet iron slightly smaller than the frames. Round the 
corners asd file the edges where necessary. Punch holes through 
the ron and nail to the frames with small nails. | 

©. For the bottom panel, screw the remaining piece of 14* piy- 
wobd to the frame, Then attach sheet iron over this. 

6. Attach side supports to bottom panel. 

a. Cut two pieces cf 17 x 3* pine stock 24” Ione. 

b. Serew them onto the outer surface of the panel, across the 
front and back. 

c. The supports should project 144” from each side of the bottom 
panel. 

d. Attach a slider to the under surface of sach projection. 

7. Assemble the accumulator 

2, Place ane side In position on the projections from the bottom 
panel Drill two screw holes through frame of side panel into 
bottom frame. Screw through side panel into bottom panel us- 
ine 21” wood screws, 

b. Flace the back in position. Drill and screw through side into 
back. 

c. Place the other side in position. TÒrril! and screw through side 
into hack and bottom. 

d. Place top in position. (It will project over front of side panels.) 
Grill and screw through top inta both sides and back, 

e. Screw three hinges te the door frame, Place the door in position 
and screw through the hinges into side frame. 

Î. Screw the hocks into the door, the eves into side frame: one 
set on the outside, one set inside, The inside hook will serew 
into the brace of the door frame. 

8. (Coat the cuter surface of the accumulator with shellac. 


ILE 


MT, 


Table of dimensions 


P anel lensth width 
inches inches 


top 

sides (2) 
door 
back 
bottom 
seat (2) 





L4 ” plywood 
=———__ flass wool 
*—_—_ steel wool 
=—— flass wool 
——— steel wool 


— 
ZAR] Lot Plywood 
ottem © —— galvanized sheet iron 











Cross section of bottom 


*—@ upson board 
= ———- glass wool 
i "i ——— stecl wool 
=——_ glass wool 
—q stsel wool 

o =_—t- glass wool 


=—_—=<@ calvanized sheet iron 





d° 30" 





top frame 


Ta GTA APPENDICES: Pig A Ae 
A 2° o Afaieriale lin 
| ITEM APPRONIMATE QUANTITY 

Upson board ci i 55 square feet 
Galyanized sheet iron e 60 square feet 
(Glass wool [bats] di 14 square feet 
Steeli woal 5 pounds 
14 “ plywood ID square feet 

* 1:3*x1t3" pine 400 lineal ieet 
35 * x 3” pine 12 lineal feet 
Corrugated fasteners 5 dozen 
Flat head screws  dozen 
Round head screws, 213% 18 
Hinpes 3 
Hook and eye ZL 
Gliders d 


co Nadis 
* Must be rabhetted 14 7 by 165” 


Ho W TO USB THE ORGONE ACCUMLLATOR 


The orgone accumulator is a collapsible cabinet which is made ln 
six pieces thst arc easily assembled by mcans of screws. {he orgone 
enerey is collected by a certain arrangement of organic and metallic 
muaterial, “One Ianwer” actually consists of two layers, onè of organic 
matter on the ontside, the other cf metaliic matter on the inside. Or- 
ganie matter absorba and holds, while metal attracts and refiecta orpone 
enerey quickly, It is, therefore, obvious that by layering the accum- 
ulator always with organic matter toward the outside and metallic 
toward the inside, a direction is given to the orgone energy directed 
from the outside toward the inside. 

The beneficia! use cf the accumulator is accomplished by dail, 
regular sittings within the radiatine enclosure. Yenutlation ci the en- 
closed spiace is secured through cpenings above and beneath the door, 
The atmospheric orgone energy does not “seep” through openngs, 
but penetrates the solid walls. In relation to the accuraviator, the or- 
paniam is the stronger energy system. Accordingly a potential is created 
from the outside teward the inside by the enclosed body. The enerey 
fields of the iwo systems make contact and after some time, dependent 
on the bio-energcetic strength of the organism within, both the hiring 
arganism and the cnergy fieid of the accumuilator begin te “lumimate” 
i.e. they become escited and, making contact, drive each cether t0 
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bigher levels of excitation. This fact becomes perceptibie to the user 
of the accumulator through feelines of prickling, warmth, relaxatioti, 
reddenine ci the face, and objectively, through increased body tem- 
Dperature, 

There is no mechanical rule us to HOW LONC; one should sit in 
the accumulator. One should continue with the orponotio irradiation 259 
long as once feels comfortable and “glowine.” The sensitive person will, 
after a while bave “had encugh.* This manifests itsclif in the fccline 
of “nothing happening any longer. It is explained by the fact that, 
in a truly self-terulatory manner, the organism will absorb only as 
much orgone energy as it requires. AFter a certam level has been 
reached, the sensations become unplcasant, Pressure in the head, slieht 
mausea, ul feelings all over, and dizziness are the most common signs 
indicating that OWER-ITRRADIATIOGN has beeun. If sich ia the case, 
ane simply leaves the accumulator and takes some fresh air and the 
symptoms of overcharge quickly *anish. 

Under no circumstaness should mie sit in the accumulator for hors. 
This can cause serious damage. In a three fold accumulator one session 
sheuld not be longer than 30 minutes at a time. It 1s better, if necessary, 
to use the accumuiator several times a day nt shorter intervals than to 
prolong one sitting unnecessary. 

The size ct the accumulator should fit the size of the person who 
uses it, Ihe inner metal walls shouli not be further away from the 
body surface than 2 to 4 inches. A small child in a large size accumu- 
lator would not attract encugh enereyr. The average adult size will be 
suitable for most people. 

Jt is not ncccssary to undress completely in the accumulator since 
orgcone enerey penetrates everything. Howewer one should not wear 
too heavy or woolen clothes since thia will prevent quick contact and 
excitatiomn. 

The accumulator may be set up in any room, The room should he 
sred theroughly every day. 

Never attach expored electric wires to the metallic portion of the 


accumulator since it Is possible to receive a shock. A small reading ...: 


light may be attached to the inside. 


The accumulater may be cleaned by wiping the metal surfaces with a T5s 
damp cloth. Do not let it get wet. Water absorbs and holds the ergone 


energy and thus prevents the creation of an orgonotic potential inside 
the accumulator. When the humidity exceeds 8055, the atmospheric 
argone tension is reduced and the accumulator may function poorly, 
therefore longer sessions may be needed. 


The Orgone Energy ShAoorer: The shooter is built sccording to the... 
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same principle as the big accumulator, This accummiated eneroy within 
the shooter is now directed through flexible iron hollow cables (BX 
cable) from which the mner wires have been removed, teward the local 
region to be irradiated, On small areas it suffices to keep the outer end 
of the BX cable at the surface at a distance of about ome cighth of an 
inch, On larger areas a funnet should be inserted, corresponding im size 
approximately to the sfflicted area to be irradiated, The mechanism sÎ 
the irradiation cfiect consists in that the particular local area drawk 
enerey from the shooter box through the BX cable, The latter should 
be insulated with tape or plastic, organic material on tie outside, in 
order to form in itself a radiatine structure with metal inside and or- 
sanie material outside. One should not irradiate for more than 2 10 IO 
minutes at a time. The irradiation may be repeated at frequent mier- 
vala iÉ necessary. 

The Chesthoard: The chestboard is a rectanpular board which serves 
the purpose of bringing the orgone enerey field of the door of the 
large accumulator closer to the body. To use it one should rest the 
board upright shout 3 inches from the body upon ones kEnecs, the 
metal surface facine the organism, Remove after a few minutes, or 28 
soon as local sensation of heat 1s experienced, 

The Seatbox: The scatbox is built into the newer (1950) models for 
the purpose of further orgone enerey concentration, Jrom which orgone 
energy for local irradiaticn may be derived via an insulated cable. This 
seat is composed of two boards which should be placed with their 
metallic surface towards the inside, Tbe orgonomic potential of the 
space thus crested may be enhanced by looseiy stufting the scattox with 
prdinsry steei wocl (3 Lo 5 jbs.}. 

The followine areas should be irradiated daily while sitting inside 
the large accumulator by means gi the sestboxr or shooter, for a few 
minutes cach: 


a, eyes with lids closed, not more chan È minute each, 

h. root of 1088, 

c. mmastosd bone, —. 

d. mouth and thbroat, 

e. heart region, 

f. upper abdomen {over solar plexus]. 

Stop irradiation immediately if burning or discomfort is felt. 


Fuente: 


http:/\www.orgone.org/articles/ax2001-grnfld-aa.htm 


Este seria el resultado final 





